BILL NO. S-67-05- | 
SPECIAL ORDINANCE NO. s- Y7O~-6 


AN ORDINANCE approving a contract with SCHEELE 
CONSTRUCTION, INC, AND CITY OF FORT WAYNE for 
Sewer Resolution No. 177-1967, McMillen Park- 
Hessen Cassel Road Storm Sewer. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION l. The contract approved May 4, 1967 for Storm 
Sewer Resolution No. 177-1967, between the City of Fort Wayne, 
by and through its Mayor and Board of Public Works, and SCHEELE 
CONSTRUCTION, INC., for: 


The construction of Storm Sewer commencing 
at an existing manhole located on the East 
side of Hessen Cassel Road and approximately 
570+ l.f. North of McKinnie Avenue; thence 
North along the East side of Hessen Cassel 
Road a distance of 260+ l.f. to a proposed 
manhole; thence Northwesterly a distance of 
52+ l.f. to a manhole on the West side of 
Hessen Cassel Road; thence Northerly on the 
West side of Hessen Cassel Road a distance of 
628+ 1.£. toa special structure; thence 
Easterly a distance of 56+ 1.£.; terminating 
at a proposed inlet. 

Said sewer shall be 15 and 27 inches in 
diameter, 


for a total cost of $15,935.00, all as more particularly set 
forth in said Board of Public Works contract, which contract is 
on file in the office of the Board of Public Works, and is by 
reference incorporated herein and made a part hereof, be and the 


sali is hereby in all things ratified, confirmed and approved. 


mla 


SECIDN 2. That any owners of land, their successors 
in title and assigns, which is now or may hereafter be located 
outside the corporate limits of the City of Fort Wayne, Indiana, 
who taps into the water main covered in said contract, or any 
extension thereof, shall be deemed to thereby waive his, her, 
their or its right to remonstrate against or otherwise object to, 
interfere with, or oppose any pending of future annexation by 
said City of Fort Wayne, Indiana, of such land or territory in 
which such land is located. 

SECTION 3. This Ordinance shall be in full force and 


effect from and after tts passage and approval by the Mayor. 


Que 


Bill No. | S-67-05-10 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We, your Committee on Public Works to whom was referred an Ordinance 


approving a contract with SCHEELE CONSTRUCTION, INC. and CITY OF FORT WAYNE for 


Sewer Resolution No. 177-1967, McMillen Park-Hessen Cassel Road Storm Sewer, 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance Ae PASS. 


JOHN NUCKOLS, Chairman 


PHIL A. STEIGERWALD, Vice-Chairman 
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Passed and adopted by the Common Council of the City of Fort Waye, Indiana, as 
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Approved and signed by me this 2A aay of awe 4 > 196 52 ? 


at the hour of 2 /ef2 o'clock P_oMes EeSoTe 
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of 


CITY CLERK 


MAYOR 


